The  Shrine  dedicated  to  Our  Lady  of  Grace, 
in  care  of  the  Oblates  of  Mary  Immaculate 
(OMI)  is  situated  on  Route  3,  one  mile  south 
of  Colebrook,  N.  H.  It  is  hailed  as  the  Shrine 
of  the  north  region.  Drive  right  in. 
Le  Sanctuaire  aux  soins  des  Oblats  de  Marie 
Immaculee  est  situe  sur  la  Route  3  (N.  H.)  a 
dix  milles  des  frontieres  canadiennes.  C'est  le 
sanctuaire  du  nord  de  la  Nouvelle  Angleterre. 
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